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We. «14999 
april 23, 1957 


General Precision Laboratory, Inc. 

ges F 25X1A2g 

Pleasantville, New York Re: Contract fi 
inveloe Numbered 14934 


Gentleman; 


Reference invoice in the amoumt of $6,080.88 is being paid 
dn the asount of $7,410.75 as a result of the seesing discrepancies 


delow: 
25X1A9a 
(a) fare to California $193.44 

and round trip fare to 
California 332.09 
do not seem to >a in kes with Par. 4 (b) 
of the General Provisions which requires 
*eertified vouchers and other satisfactory 

"; request supporting data. 


(>) MEE i poid from 8 Ootober bereas Part 
XII a. of teaet aebedile etipdlatae cerCormaise 
te begin 12 October; 4 days © $36,15 awhile $2. 
amount Suspended  _$670.13. 


25X1A9a 


Very truly yours, 


Distribution: Doug 
Original & i — Addresses 


a 
25x1A2d1 4 =" 25X1A2q 
5 = ce Reading 


25X1A9a 6 = Chrono 


/aer 
23 April 1957 “ 
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BYE + 2701 
| 3 daly 1958 


MEMORANOUM FOR; Contracting Officer, DPS/DCI . 
1 contract General. Precision Laboratory, Inc. 
: fn} DPS 121 

2) DPS Oo 


25X1A2g 


i. Ip accordance with paragraph 6 of reference (1) 
kn vaich you requested that you be advised of the final asount 
pata for ench period of the eantiract end the aout liqsidated 
fran our books, please be advised of the following: 


AMOUNT PATD 
gi GL 
P36. 


Since General Precision Laboratory, Inc. in ref- 

erence (2) “otated that the invoices subnitted constitute final 

ect contract, we dhall use this memorandum 

as pedting media to liquidate the renaining obligations under 
this contract. 


25X1A9a 


O&l1- Addressee 25X1A2g 
Lee —— 


a Reading 
- Chrono 
25X1A9a «2/23 July 1958 DESLENT RU. 


No BRARGE ei ade 
ASS 


seemed HREM ERT 
4 


oun Hi 
GATES a jeH ERs... ocssad 
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